From: armand_scatena@agilent.com 

Sent: Wednesday, March 17,2010 7:34 AM 

To: Hanchett, James (DPH) 

Subject: RE: 7890 GC Quote 


Jim,you are welcome. Good Luck! 

Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@agilent.com 


From: Hanchett, James (DPH) rmailtCLaamei.Hanchett^state.ma^sl 
Sent: Wednesday, March 17, 2010 7:33 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: RE: 7890 GC Quote 

Thanks, 

Jim 


From: armand scatena@aailent.com rmailto:armand scatena@aailent.coml 
Sent: Tuesday, March 16, 2010 4:52 PM 
To: Hanchett, James (DPH) 

Subject: RE: 7890 GC Quote 


Jim; 


Attached is the updated quote for an Agilent 7890 GC that you requested. Please contact me if you have any questions. Good luck! 


Armand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 


From: Hanchett, James (DPH) fmailto:James.Hanchett@state.ma.us1 
Sent: Monday, March 15,2010 11:02 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject: 7890 GC Quote 

Hi Armand, 

There is a just a slim chance of having a little extra money in our instrument account. So could you give me an updated quote for a GC? The last quote was number 807536, for a 7890A GC. 
Thanks, 


Jim Hanchett 

Western Mass Public Health 
Drug Lab 

RoomN251 Morrill I 
Amherst, MA 01003 
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